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destroys the majority of the bacteria in-
evitably present in the crude material;
and on further exposure to cold, 'the
glycerine and carbolic acid reduce the
bacteria to a negligible number. The
vaccine at this stage is then subjected to
exacting tests, which would reveal any
harmful organisms if present. When the
product has passed satisfactorily all bac~
terlologic and biologic examinations, it
is put into sterile tubes and again stored
in the cold until required for use.
The whole process is, of course, carried
out under the most rigid aseptic pre-
cautions. Since 1002 practically all the
vaccine virus produced in this country
has been prepared under Federal super-
vision. The establishments manufactur-
ing vaccine virus are regularly inspected
by officials of the United States Public
Health Service, and all steps in the
preparation of the vaccine must be per-
formed strictly according to Federal reg-
ulations. Only those laboratories which
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